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UNCLASSIFIED 

PAGE 01 LAGOS 13070 181754Z 
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ACTION AF-08 

INFO OCT-01 ISO-OO EB-07 /016W 

031428 

R 181525Z NOV 76 
FM AMEMBASSY LAGOS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7821 

UNCLAS LAGOS 13070 

E.O. 11652: N/A 
TAGS: BEXP, BENC, NI 

SUBJECT: CONTRACT AWARDED TO GERMAN FIRM FOR SUPPLY OF HOSPITAL 
EQUIPMENT 

1 . COMMISSIONER FOR THE FEDERAL MINISTRY OF HEALTH SIGNED 

A 5.5 MILLION NAIRA CONTRACT FOR THE SUPPLY OF EQUIPMENT TO THE 
TEACHING HOSPITAL UNDER CONSTRUCTION AT MAIDUGURI NOV.ll. THE 
CONTRACT WAS AWARDED TO A GERMAN FIRM, MESSRS. HOSPITAL! A 
INTERNATIONAL OF FRANKFURT. 

2. THE STRONG FEATURE OF THE COMPANY'S BID WAS THE 
INCLUSION OF A PROVISION FOR MAINTENANCE OF EQUIPMENT 
AND TRAINING OF NIGERIAN STAFF. 

3. EMBOFF HAD SUGGESTED NAMES OF AMERICAN FIRMS TO THE 
MINISTRY OF HEALTH AND MINISTRY OF ECONOMIC DEVELOPMENT. 

THE MINISTRY INVIITED THE COMPANIES TO BID THROUGH 
SELECTIVE TENDERING. 
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Disposition Action: n/a 
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Disposition Remarks: 

Document Number: 1976LAGOS13070 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760431-0260 
From: LAGOS 
Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: linkl 976/newtext/tl 9761 1 37/aaaabfcx. tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 
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Page Count: 1 
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